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MEMORANDUM FOR: 


25X1 


fuerane— 


OLC 78-1234/1 
23 March 1978. 


DCI Security Officer 


SUBJECT : Request for Compartmented Clearance 
1. (UO) Requese| __|ctearances for the — . eon le 
following member of thé House Permanent Select Committee 


on Intelligence staff: 


2. (IUO) The Director of Security advised the 
Chairman of the H 


Intelligence that 


u ent Select Committee on 
met the requirements for 
Top Secret and compartmented in a letter dated 


20 March (copy attached). 


Distribution: 
Orig - Addee 

1 - OLC Subject 

1 - OLC Chrono 


OLC:RJK:kjs 


SIGNED: 


Pee, ee 
Office of Legislative Counsel -° . 


' MORICI 
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CENTRAL INTELLIGENCE AGENCY 
. WASHINGTON, D.¢. 20505 


MEMORANDUM FOR: - The Honorable Edward P. Boland | 
Le Chairman, Permanent Select Committee 
on Intelligence y 


FROM; ; Robert W. Gambino 
_ Director of Security 


SUBJECT: -_ Clearance Access for Member of Permanent 
eo "Select Committee on Intelligence Soe 


=. 


This is in response to your letter dated 16 March 1978 
and pursuant to the Memorandum of Understanding, dated _ - 
7 September 1977, between the House Select Committee on 


Intelligence and this Agency. I have review epart- — a 
ment of Defense investigation nT! . ore 
have determined that she meets t e requirements of Executive 


Order 10450 for access to classified information up to and 
including Top Secret. She also meets the criteria for : 
access to sensitive compartmented information as set forth 
in Director of Central Intelligence Directive No. 1/14, 
dated 13 May 1976. 


_ FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 
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